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ACTION FBOE-00 

INFO OCT-OI EUR-I2 ISO-00 A-01 /0I4W 

124995 

R 121300ZFEB 75 

FM AMCONGEN ISTANBUL 

TO SECSTATE WASH DC 5835 

HWEO RUQMGU/AMEMBASSY ANKARA 7060 

UNCLAS ISTANBUL 0486 

EO 11652: N/A 
TAGS: ABLD,GTU 

SUBJECT: MINOR BUILDING IMPROVEMENTS AND REPAIRS 

REP: PBO OM DATED 29 JULY 1974 AND DEXTER REPORT OF 7/15/74 

1 . ITEMS 6B, E, F AND G OF THE DEXTER REPORT HAVE BEEN 
REPAIRED OR COMPLETED USING REGULAR M&R FUNDS THIS FY. HAVE 
DISCUSSED OTHER ITEMS WITH DIFPERENT CONTRACTORS AND ALL 
AGREE UP-TO-DATE FLOOR PLANS OF ANNEX BUILDING AND COTTAGE ARE 
REQUIRED BEFORE ESTIMATE CAN BE MADE. POST DOES NOT HAVE 
UP-TO-DATE FLOOR PLANS. 

2. HAVE CONTRACTOR, NOT CONNECTED WITH ELECTRICAL OR PLUMBING 
COMPANIES, WHO CAN DO FLOOR PLANS OF BOTH BUILDINGS FOR $950.00, 
AND MAY BE ABLE TO COMPLETE THE PLANS IN TIME FOR ESTIMATE OP 
REPAIRS FOR NEXT BUDGET SUBMISSION. 

3. FOR THE PRESENT THE POST HAS DECIDED NOT TO PROCEED WITH 
THE COVERED WALKWAY AS PROPOSED FOR PROPERTYIWQRIWB. 

4. HEATING SURVEY FUNDS WERE USED AS PER STATE 82970 OF 
5/1/73. POST FORWARDED COPIES OF FLOOR PLANS ALONG WITH 
REPORT AND REQUEST FOR FUNDS TO AFBO DURING MONTH OF 
DECEMBER 1973. THE REQUEST FOR FUNDS WAS NOT GRANTED AS 
PER YOUR OM OF 1 JULY 74. 

5. HAVE LOCATED COPIES OF OLD PURCHASE ORDERS ON FURNACE IN 
MAIN AND ANNEX BUILDINGS WILL FORWARD INFORMATION BY SEPARATE 
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6. FYI: EMBASSY ANKARA IS B&M FOR THIS POST. A REPORT OP 

FUND EXPENDITURES POR THE HEATING SURVEY MAY BE OBTAINED PROM 
ANKARA. 

7. EMBASSY ANKARA CONCURS WITH OUR REQUEST FOR FUNDING OF 
FLOOR PLANS AS OUTLINED IN PARAGRAPH 2 ABOVE. 

8. IF FUNDS ARE AVAILABLE PLEASE CABLE AUTHORIZATION TO PROCEED 
WITH FLOOR PLANS. MACE 
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Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 
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Control Number: n/a 

Copy: SINGLE 

Draft Date: 12 FEB 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975ISTANB00486 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750051-0481 
From: ISTANBUL 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 9750251 /aaaabtjr.tel 

Line Count: 71 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION FBOE 
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Original Handling Restrictions: n/a 
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Page Count: 2 
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